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Message Text 


LIMITED OFFICIAL USE GENEVA 08646 

FRANKFURT FOR RTC, RSS 

DEPT EOR A/SY/OPS/T, A/SY/OPS/FO, ACDA SY 

E.O. 11652N/A 
TAGS: ASEC 
SUBJECT: CCTV SALT 

1 . CCTV MONITOR FOR THE GROUND FLOOR ENTRANCE HAS 
GRADUALLY DETERIORATED TO THE POINT OF USELESSNESS. 
THE INFERIOR GROUND FLOOR MONITOR HAS BEEN SWITCHED 
WITH THE GARAGE ENTRANCE MONITOR. 

2. RTC IS REQUESTED TO PROGRAM REPLACEMENT OR 
REPAIR OF THE INFERIOR MONITOR DURING NEXT GENEVA 
VISIT. IF MONITOR DETERIORATES FURTHER, RSO WILL 
NOTIEY. 

VANDEN HEUVEL 
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